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loosening screws g, and the distributor swings about a
pivot h that enables it to be set at any desired angle. It
will be evident that in the case of the nozzles shown at H,
C and D a shut-off cock is provided to enable the How to
be stopped when so desired. Adjustment of distributor /
governs the supply of water, the force with which it strikes
the wheel and work, and the form that it takes after leav-
ing the spout. The distributor is locked in place by the
knob at the right-hand side.
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Fig. 20.    Means provided for delivering Coolant to Surface
Grinder
For internal grinding it is the practice to deliver coolant
to wheel and work through the hollow work-spindle, and at
E are shown the means provided for this purpose on the
internal grinding machines built by the Heald Machine Co.
of Worcester, Mass. Coolant is carried to the hollow work-
spindle through pipe i, and a cock j enables water to be
turned on or off as required. On internal grinding, particu-
larly on small work, it is highly important to provide for
delivering the required volume of coolant at low pressure,
because if the fluid were delivered under any appreciable
pressure, it would be thrown out from the work with consid-
erable violence. In grinding gasoline engine cylinders